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Pro-Tech is a custom orthotics manufacturing facility that has been in 
business since 2003 and aims at being the provider of the best quality 
custom orthoses for idiopathic scoliosis, neuromuscular scoliosis, and 
other pediatric and adult orthoses. 

Other spinal orthoses we specialize in include trauma, post, and pre-op 
braces. In the lower limb area we provide custom orthoses with 
everything from KAFO, KO, AFO, CROW, to name a few. 

We are proud to announce Sensory Dynamic 
Orthosis (SDO)...(SDO) is a made to measure 
product, designed and produced to the finest detail 
to provide dynamic compression to increase 
sensory and proprioceptive feedback and provide 
usculo-skeletal support. Please visit the Product 
page for more details. 




Sensory Dynamic Orthosis 



We would appreciate an opportunity to show you that we are a reliable 
alternative to your current supplier that will prove to be competitive in 
pricing, service, and quality. 
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Management Orthosis, ACMO 



In addition to our quality custom orthoses, we offer hundreds of different 
fabrication materials for orthotics manufacturing, from plastics to 
stockinette. We consult professionals in the field regarding fitting issues 
and have provided countless patients with the most comprehensive 
orthoses to improve their quality of life. 
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Total Contact 
t+ Ambulatory Boot 
v Adjustable Angle at Ankle 
♦♦♦ Removable 

❖ Life After Dor siflexion is Achieved (night 
splint) 

❖ Billable Standard L-codes 





ensory Dynamic Orthosis 



The Sensory Dynamic Orthosis (SDO) is a made to measure product, 
designed and produced to the finest detail to provide dynamic 
compression to increase sensory and proprioceptive feedback and provide 
musculoskeletal support. 




This lycra garment can assist and lead to motor learning and neural 
integration. 

Through the use of a SDO providing constant support and sensory 
information the patient is given the effect of therapeutic handling for the 
time that the garment is worn. 

The excellent stretch quality of the Lycra material 
used in the fabrication of the SDO can provide and 
improve: 

> Sensory and proprioceptive feedback 

> Musculoskeletal support and alignment 

> Postural control and proximal stability 

> Quality of movement 

> Function 
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Please Note: All hours are Eastern Standard Time 



Monday - Friday 




Saturday 



8:30am - 7pm 

All next day orders for overnight delivery 
must be received by 6pm. 
All ground shipping request must be 
received by 4pm. 

All overnight packages must be shipped by 
5pm. Pro-Tech Intl, Inc must receive order by 
3pm to guarantee Monday delivery. 
Products may be shipped via Delta Dash 
after 5pm and on Sunday if necessary. 
Customer will be responsible for cost of one- 
way flight. 



Pro-Tech Intl, Inc has the ability to ship custom spinal orders for next 
day delivery and we are able to offer same day availability for local 
patient care facilities. Delivery will be discussed prior to fabrication. 
Lower extremity custom orthoses will be shipped within 3-5 days. 



For more information please visi 



h ttp : // www, p ro tech - in tl co m 




95 Ryan Drive 
Unit 8 
Raynham, MA 02767 
Tel: 866-819-1157 



